Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 


UNCLASSIFIED 
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ACTION NEA- 10 
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TO USDOC WASHDC 
INFO AMEMBASSY ATHENS 
SECSTATE WASHDC 8542 

UNCLAS KUWAIT 3971 


Message Text 


E.O. 11652: N/A 
TAGS: BENC, BEXP, KU 

SUBJECT: HOSPITAL EQUIPMENT PROJECTS- FOLLOW-UP 
REF: USDOC 13065 


MR. KATHERINE GEORGE HAS LEFT THE EMPLOY OF HADI HOSPITAL 
AND IS NO LONGER RESPONSIBLE FOR THE PROCUREMENT OF EQUIPMENT 
FOR THE INTENSIVE CARE UNIT. DRIB RAHIM ZAKKUD IS 
DIRECTOR OF THE UNIT, AND SUBSEQUENT INQUIRIES SHOULD 
BE DIRECTED TO HIS ATTENTION. WE HAVE NO INFORMATION WHETHER 
KING'SLETTER MINTIONED IN REFTEL WAS RECEIVED BY THE 
HOSPITAL. INTERNATIONAL MAIL SERVICE TO KUWAIT IS OFTEN 
A CHANCEY PROPOSITION; AND SINCE THERE WAS CONFUSION IN THE 
UNIT AFTER THE DEPARTURE OF MS. GEORGE, IT IS ALSO POSSIBLE 
THAT THE LETTER WAS LOST. 
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Current Classification: UNCLASSIFIED 
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Control Number: n/a 

Copy: SINGLE 

Sent Date: 19-Jul-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977KUWAIT03971 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770268-0205 

Format: TEL 
From: KUWAIT 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770744/aaaablib.tel 

Line Count: 41 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
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Office: ACTION NEA 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
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Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 
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Review Event: 
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Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 
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Secure: OPEN 
Status: NATIVE 
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